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Registered Voters 31260 - Cards Cast 3116 9.97% 


REP in CONGRESS 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

2959/14385 

20.6 % 

Total Votes 

2638 


KATHERINE M CLARK 

2611 

98.98% 

Write-in Votes 

27 

1.02% 


COUNCILLOR 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

DEM 

Total 

21 

21 

2959/14385 

2650 

100.0 % 
20.6 % 

M.M. PETITTO DEVANEY 

1387 

52.34% 

PETER GEORGIOU 

563 

21.25% 

WILLIAM B HUMPHREY 

691 

26.08% 

Write-in Votes 

9 

0.34% 


SEN in GENERAL COURT 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

2959/14385 

20.6 % 

Total Votes 

2620 


KENNETH J DONNELLY 

2599 

99.20% 

Write-in Votes 

21 

0.80% 


REP in GEN CT 23rd Middle 

DEM 

Total 


Number of Precincts 

16 



16 

100.0 % 

Times Counted 

2068/10634 

19.4 % 

Total Votes 

1887 


SEAN GARB ALLEY 

1871 

99.15% 

Write-in Votes 

16 

0.85% 


REP in GEN CT 24th Middle 

DEM 




Total 



Number of Precincts 

5 



Precincts Reporting 

5 

100.0 

% 

Times Counted 

891/3751 

23.8 

% 

Total Votes 

758 




DAVID M ROGERS 757 99.87% 

Write-in Votes 1 0.13% 




Num. Report Precinct 21 

Num. Reporting 21 

100.00% 

SHERIFF 

DEM 



Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

2959/14385 

20.6 % 

Total Votes 

2740 


PETER J KOUTOUJIAN 

2305 

84.12% 

BARRY S KELLEHER 

416 

15.18% 

Write-in Votes 

19 

0.69% 


REP in CONGRESS 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

150/1980 

7.6 % 

Total Votes 

80 


Write-in Votes 

80 

100.00% 


COUNCILLOR REP 

Total 

Number of Precincts 21 

Precincts Reporting 21 100.0 % 

Times Counted 150/1980 7.6 % 

Total Votes _58_ 

Write-in Votes 58 100.00% 


SEN in GENERAL COURT 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

150/1980 

7.6 % 

Total Votes 

55 


Write-in Votes 

55 

100.00% 


REP in GEN CT 23rd Middle 

REP 

Total 


Number of Precincts 

16 


Precincts Reporting 

16 

100.0 % 

Times Counted 

101/1539 

6.6 % 

Total Votes 

40 


Write-in Votes 

40 

100.00% 


REP in GEN CT 24th Middle 

REP 

Total 


Number of Precincts 

5 


Precincts Reporting 

5 

100.0 % 

Times Counted 

49/441 

11.1 % 

Total Votes 

20 


Write-in Votes 

20 

100.00% 















Registered Voters 31260 - Cards Cast 3116 9.97% 


Num. Report Precinct 21 - Num. Reporting 21 100.00% 


SHERIFF 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

150/1980 

7.6 % 

Total Votes 

81 


Write-in Votes 

81 

100.00% 


REP in CONGRESS 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

2/4 

50.0 % 

Total Votes 

1 


Write-in Votes 

1 

100.00% 


COUNCILLOR 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

2/4 

50.0 % 

Total Votes 

2 


Write-in Votes 

2 

100.00% 


SEN in GENERAL COURT 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

2/4 

50.0 % 

Total Votes 

1 


Write-in Votes 

1 

100.00% 


REP in GEN CT 23rd Middle 

GRN 

Total 


Number of Precincts 

16 


Precincts Reporting 

16 

100.0 % 

Times Counted 

0/4 

0.0 % 

Total Votes 

0 


Write-in Votes 

0 

N/A 


REP in GEN CT 24th Middle 

GRN 


Total 

Number of Precincts 

5 

Precincts Reporting 

5 100.0 % 

Times Counted 

2/0 

Total Votes 

1 


Write-in Votes 1 100.00% 


SHERIFF 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

2/4 

50.0 % 

Total Votes 

1 


Write-in Votes 

1 

100.00% 


REP in CONGRESS 

UNI 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

5/104 

4.8 % 

Total Votes 

3 


Write-in Votes 

3 

100.00% 


COUNCILLOR 

UNI 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

5/104 

4.8 % 

Total Votes 

2 


Write-in Votes 

2 

100.00% 


SEN in GENERAL COURT 

UNI 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

5/104 

4.8 % 

Total Votes 

2 


Write-in Votes 

2 

100.00% 


REP in GEN CT 23rd Middle 

UNI 

Total 


Number of Precincts 

16 


Precincts Reporting 

16 

100.0 % 

Times Counted 

1/85 

1.2 % 

Total Votes 

1 


Write-in Votes 

1 

100.00% 


REP in GEN CT 24th Middle 

UNI 

Total 


Number of Precincts 

5 


Precincts Reporting 

5 

100.0 % 

Times Counted 

4/19 

21.1 % 

Total Votes 

1 


Write-in Votes 

1 

100.00% 
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SHERIFF 

UNI 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

5/104 

4.8 % 

Total Votes 

4 


Write-in Votes 

4 

100.00% 
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